HIGH 


BAND ° FM 


R-394/U RECEIVER F.M. 152-172 MC. 
SINGLE CHANNEL CRYSTAL CONTROL 
DUAL CONVERSION, CRYSTAL FREQ. 
. RANGE 24.033 To 27.7 THIRD OVER- 
»® TONE, TYPE CR-32/U, |.F. FREQ. 
7.8 Mc & 455 kc. 15 KC DEVIATION, 
OUTPUT IMPEDANCE 8 OHMS, POWER 
6 WATTS, SQUELCH AND MUTING CIRC. 
MODULAR CONSTRUCTION WITH PLUG-IN 
UNITS FOR EASY SERVICING. 
IST R-F AMPL. UNIT w/TuBES |/5840 
2/\AD4eexex LOCAL OSCILLATOR UNIT 
w/tuBes 2/1A04, 1/5678, |/VR31-5783 
aeexelST 1-F 7.8 MC UNIT W/TUBES 
3/5678«ee"%x2D I-F AND DISCRIMINATOR UNIT WITH 
TUBES 7/5678«««e««AUD19 AND SQUELCH UNIT WITH 
Tupes 3/5678, 1/5672, 1/6AK6 atso 455 kc sELEC- 
TIVE FILTER UNIT WHICH 1S WIRED, NOT PLUG-IN. 
|LLUSTRATION SHOWS THE PLUG-IN UNIT AND THE 
COMPARTMENT WHERE THE POWER SUPPLY 1S ALSO 
PLUGGED INTO. COVER 1S SUPPLIED AND HELD IN 
PLACE BY A SPRING LOADED FASTNER. : 
POWER SUPPLIES, CONNECTOR, CONTROL UNIT AND 
OTHER ITEMS THAT ARE USED WITH THIS SET ARE 
LISTED ELSEWHERE ON THIS PAGE. 
$1z£:83x52x144; wr: 19 css. ; 
PRICES: USED GOOD CONTITION.....$14.95 
Gov'T RE-CONDITIONED.... 22.50 


7. RECEL 
SAME AS R-394 RECEIVER ONLY 
DIFFERENT FREQUENCY RANGE. 
USES ALL THE SAME ACCESSORIES 
POWER SUPPLIES , TUBES ETC. 
SAME SIZE AND WEIGHT. 

Useo $29.95 


T-208/U TRANSMITTER F.M. 
25 to 50 MC 25 Watts. 
SINGLE CHANNEL CRYSTAL 
CONTROL, LO KC DEVIATION, 
VOLCE ONLY TRANSMISSION. 
CRYSTAL UNIT CR=-27/U, FREQ 
RANGE |,962.9 TO 3125 Ke. 
oe FOR ALL FREQUENCIES. 
| MV CARBON MIC. WITH 
TUBES sie 1/384, 2/5672 
4/5678 & 3/\AD4 ne 
VOLTAGES REQUIRED ARE AS SHOWN WITH DYNA 
TORS DY-93/12 V, DY-98/24 V. DY-100/6 v. 
S126: 83x43x144; wr: I! ves. USED $29.95 
: » CHASSIS CONNECTORS TO 
— FIT_R-394 ,R-257,T-416 
: - T-278, 1-208 & SUPPLIES 
TRANSMITTER PLuG P-40] cHass!s CONNECTOR NO'S 
J-801, CaNnnon# DPD-AS2C2-33S-2L $2.50 
RECE!VER PLuG R-252; CHASSIS CONNECTOR No'S 
J-803, Cannon? DPD-A31C1-33S-2L $2.50 
Power SuppLy PLuG P-1203; cHASSIS CONNECTOR 
no's J-802, CANNon# DPD-30-335-22 $2.50 
UG=77 PLUG on Ad FOOT CORD....cceeessceedl 0 
H-33/PT HANDSET on 4%! cord witH UG-77 U 5.95 


Fair Radio Sales Ga. | 
1016 E. EUREKA ST. P. O. BOX 1105 


Lima, Ohio 45802 


PHONE: 419 / 223-2196 


TRANSMITTER — 


VER 25. 10-50 MOFM bee 


63 


ose: Fab: 


R-394 RECEIVER CHASSIS ONLY LESS ALL PLUG-IN 
UNITS AND FILTER, WITH CONNECTORS ANDO COVER. 
SHPG. WT: 10 Les. useo $4.95 


LOCKING RECEPTACLE FOR CHASSIS....... 


R-394 RECEIVER PLUG-IN UNITS ONLY 
IsT RoF. AMPL. W/TuBES 1/5840,2/1AD4 $3.95 


Locat OsciLtator w/tuBes 2/1AD4, 1/5678 $4.95 
|/VR31-5783 & crystal. (No es ee 


2ND 1.F AND DISCRIMINATOR W/ TUBES 5678$3.95 
Ist 1.F 7.8 mc. w/tuBes 3/5678 & cryst $4.95 


Audio & SQuELCH W/TuBES 3/5678, | /5672 
ano |/6AK6 / / ; 


SELECTIVE FILTER 455 kc. (NoT sHown) $2.95 


VIBRATOR TYPE POWER SUPPLIES 
FOR USE WITH R-G94 & R-257 
RECEIVERS. THE OUTPUT OF THE 
Mm SUPPLIES ARE THE SAME AND ARE 
2 (55 vorts oc @ 15 Ma. 
150. TRY peal erat tees 


NEN nk 


tt 
W 
PP-867/U 24 voiTs 0 1.1 AMPS 
Pp-868/U 12 "1" 2uoe” 
pp-869/U 6 " * 5 onbonicts 
PP-846/U 115/230 v 
(In May 1969 1ssuE oF CQ Sam KELLY WROTE AN 
ARTICLE ON CONVERTING THE R-394 RECEIVER To 
2 METERS. HE ALSO STATED THAT THE 0.C. INPUT 
UNITS GAN BE OPERATED FRomM [15 v. 60 cyYcLe 
BY USE OF A 6.3 v 8 AMP TRANSFORMER. FoR 
MORE INFORMATION SEE THE ABOVE ARTICLE.) 


C-847 RADIO CONTROL BOX; 

USED TO CONTROL THE SYSTEM, 

HAS HEAVY ALNICO MAGNET 4" 

" SPEAKER FOR MONITORING REC. 
® CONTROLS FOR SQUELCH, VOLUME 

— ON/OFF SW. PILOT LIGHTS AND 
RECEPTACLE FOR H-33 HANDSET WHICH HAS UG-77 
$1ZeE:93x53x3s; wt: 6 Les. UsED $8.95 
H-33/PT HANOSET with coro & UG-77" °5.95 


= 4 DY-93 DYNAMOTOR POWER SUPPLY 
INPUT: 12 VOC @ 20 AMPS 
OUTPUT: 380 VDC 


Used wiTH T-208 & T- 
Size: 82x7xl4; wt: 27 Les. 
Price: useD $14.95 


Bulk Rate 
U. S. POSTAGE 


PAID 
Lima, Ohio 
Permit No. 74 


12308 


oO 
NFO 


RECEIVERS + 


moERING 
Mato’ 05 - 
ee p.0. Box 20" Aon 
~~ 
By 5.00 


LOW 
BAND 


C-845/U RADIO SET CONTROL 
ym USED WITH R-394, R-257 
De RECEIVERS AND 1-208,1-278 
t& T-417 TRANSMITTERS. 
| CONTAINS A 3 TUBE MICRO- 
f PHONE AMPLIFIER WITH A 
y LINE LEVEL METER THAT EN 
|) ABLES YOU TO ADJUST THE 
SIGNAL SO THAT IT WILL 
STRONG ENOUGH TO MODULATE THE TRANS. AFTER 
PASSING THROUGH THE INTE®. 600 OHM LINE. 
HEavY DUTY 4" SPEAKER 1S PROVIDED FOR MONITOR 
ING THE RECEIVER. HAS TCNE GENERATOR FOR SIG 
NALING PURPOSES, SPEAKER VOL. CONT. PILOT 
LIGHTS FOR POWER AND TRANSMIT. REQUIRES UG-77 
PLUG FOR MIC. & PHONE SUCH AS ON 8-33/PT HAND 
SET.(REQUIRES |55voc 5ma, |60voc |5MA & 6.3v) 
PP-846/U 115/230 v. 60 cyc POWER SUPPLY WAS 
DESIGNED FOR USE WITH THIS UNIT AND MOUNTS 
INSIDE AND 1S AN OPTIONAL ITEM. 
$1Z£:83x132x1333 
PRICE USED LESS PP-846 PoweR SuppLy 
WITH 1 " " 


CY-938 ELECTRICAL EQUIPMENT CABINET; useD To 
HOUSE RECEIVERS R-394 oR R-257, TRANSMITTERS 
T-208 or T-278 AND POWER suPPLIES DY-93 oR DY- 
98 or DY-100 FoR THE TRANSMITTERS. 
THE UNITS SLIDE IN THE CABINET AND ARE HELD IN 
PLACE BY A HEAVY TWIST LOCK FASTENER. ELECTRIO 
AL CONNECTIONS ARE MADE THRU THE PLUGS WHICH 
IN TURN ARE WIRED TO TERMINAL STRIPS BEHIND 
THE BULKHEAD. CABINET CAN BE MOUNTED IN ANY 
POSITION AND HAS A REMOVEABLE COVER FRONT AND 
BACK.( ILLUSTRATION SHOWS CABINET EMPTY AND 
WITH UNITS IN PLACE.) 
Sizes! 74x 12x25; wr: 33 tes. 

Prices: usep $7.95 unused $9.95 


BC-1000 FM TRANSMITTER- 
RECEIVER 40 to 48 MC; 
PORTABLE LOW POWER TRAN 
SMITTER 3 TO 5 MILES 
DEPENDING ON CONDITIONS, 
SINGLE CALIBRATED DIAL & a 
FOR TUNING RECEIVER AND TRANSMITTER, MICRO- 
PHONE AND PHONE JACKS ON FRONT PANELS SQUELCH 
CIRCUIT AND AUTOMATIC FREQ. CONTROL, WITH 
tupes 6/174,5/1L4,3/185,2/3M4 & 1/1A3. 
VOLTAGES REQUIRED FOR USE 4% voc @ .5 AMP. 

90 voc € 25 ma & 150 voc @ 50 ma. 
S1z&:)13x6x72; wr: 13 ces. usep $24.95 


CS-128 BATTERY CASE (EMPTY) FASTENS TO. BOTTO 
OF SET USED TO HOLD BATTERIES. 4 
AN-130 Gooseneck ANTENNA 

TS-15 HANDSET ( oR EQUIVELENT) 2 LB. 
TM-1 1-637 MANUAL 


SUPPLEMENT To 
CATALOG No. 70 


NO. 70 
SEND 


FOR IT 
TODAY! 


Page $70-37 


s Jes Co. 
- dio Sa. xo St RS 
‘alr Ra 5 1016 BP 23.2396 


TELETYPE 


TELETYPE 

RANSMITTER~DISTRIBUTOR,.... 
SINGLE CHANNEL MOTOR —. 
DRIVEN DEVICE WHICH 


A TRANSMITTING MECHAN- # 
AND DISTRIBUTOR MOTOR 
HICH ENCLOSED IN A Se : 
ETAL COVER. Motor ts /10 vott 60 cycLe, | PH 
SYNCHRONOUS INDUCTION MOTOR, | Wiha B22 Ae 
SHUNT TYPE MODEL F5SHO5AB IIB OR EQUAL. 
S1ZE:15x82x9; wr; 35 tes. Cond. usep By WU 
$14.95 2 For $25.00 


AC TO_DC POWER SUPPLY; 115 
vot 50-60 cycle INPUT, 
output 115 to 230 voc IN 
VARIOUS STEPS AS CAN BE 
ADJUSTED BY THE TAP SWITCH 

— ON THE PRIMARY AND SECOND- 
ARY IN SIX STEPS, APPROX. 400 To 500 Ma. 0c. 
#KS-9825-LO1 Size: 19x3xl0; wr: 45 ces. 
Price: usep $12.95 


PP-|15/TRC-8 POWER SUPPLY 
115/280 vort 60 cYcLe 
INPUT, OUTPUT 550 voc @ 
350 MA AND 6.3 vac 6 AMPS. 
Auso 115 v. BLOWER APPROX. 
100 CFM,MICROPHONE TRANS. 
LINE TRANS. DAVEN ATTENUA- 
TOR,DUAL CIRCUIT BREAKERS, 
PHONE & MIC JACKS ETC. 
$1ze:12x8xl4; wr: 55 ces. 
PRice: Re-new $19.95 


CMD-20ACH-1 POWER SUPPLY; 
Input 115/230 vott 60 cYcLeE 
ouTPuT 350 voc @ 200 MA aANoD 
REGULATED |50 voc 30 mA. Two 
WINDINGS 6.3 v & 5 voLT. 
L76X5GT, 1/ 


WITH TUBES oe AGY , 
T: 40 LBs. UNUSED $19.95 


R 
VR-105 ano 3/6SN7. 
S1ZE:153x124x10; w 

RM-39 REMOTE CONTROL 

UNIT; USED FOR RE- 
MOTE OPERATION OF 
TRANSMITTING & REC- 
EIVING EQUIPMENT OR 
OVER TELEPHONE LINES 
WHEN TWO OR MORE ARE 
CONNECTED TO-GET- 
y HER BY WIRE OR 
wiTH EE-8 Fieto 
TELEPHONES OR SIN 
mi ILAR EQUIPMENT. 
HAS A HAND CRANK GENERATOR THAT 1S USED TO 
SIGNAL ANOTHER STATION BY RINGING THE BELL 
THAT 1S IN THE UNIT. REQUIRES 4% voc & {5 voc 
ORY CELL BATTERIES FOR OPERATION. ALSO HAS 
3" coros with 1/PL-68,2/PL-55 pLucs FoR USE 
WITH THE RADIO EQUIP. JACKS FOR HEADSET,MIC 
AND KEY,SELECTOR SWITCH, ANTI-HOWL SWITCH, 
LINE TERMINALS ET 
Size :5x6$x9d; ree 
PRICE: USED $5.95 RE-new $7.95 
TS-13 HANDSET THAT CAN BE USED WITH TH1IS$4.95 
HANDSET HOLDER FoR HORIZONTAL USE THAT 
CAN BE MOUNTED ON THE CASE OF RM-39 50¢ 

TANK INTERPHONE EXT- 


seeny RC~298 
KIT; CONTAINS HEAVY 


| ENSION 
@ GAUGE WATERPROOF STEEL BOX 
8 | w/He22 HANOSET & COILED 
| CORD, SIGNAL LIGHT, EXTEN. 
_ TERMINAL POSTS, WATERPROOF 
- BULKHEAD CONN. 30 FY. 7 
COND MUBBER COVERED CABLE,I14 FT. CONDUIT FLEX 
BC-136! conTROL Box WITH SiG. LAMP, 2 WATER 
PROOF SW. AND 2 CONN. BOx OF HARDWARE WITH 
125 pcs. oF BoLTs NUTS, WASHERS, CLAMPS ETC, 
ALSO ROLL OF RUBBER TAPE, SWITCH, LENS, LAMP 
MANUAL ETC. SHIPPING WEIGHT 78 Las. ” 
PRICE: new $14.95 


JACKSON MODEL 665-J-2 
i VOLT-OHM-M1LL| AMMETE 
h RANGES: Bat votts 0-3/15/ 


OC mitts 0-3/15/150 
300/ 1500 
{ Oums X} & X-100 
LESS METER, WHICH WAS 4'" sq 
»WITH SCALE 0-30 & 0-150. 
#S1ze:88x9x4e; wr: 5 Les. 
USER $3.95 


Page $70-38 


15 conoucTOR CABLE. 
Size: 72x24x22; wt; 2 Les. 


PRICES: WITH CABLE $6.95 Less CABLE ss $4095 
PLASTIC COVERED CABLE 5 COND. SHIELDED 5¢ FT. 


MOUNTING FACILITIES AND MANUAL. 
$12€:8x4ex7t; wr:supc. 15 ces. Re-new $3.95 


WITH ATTENUATOR KIT AND CARRING CASE 


INDICATING SYSTEM 


|D-256A/APW INDICATOR 
LIGHT ASSEMBLY 

| CONTAINS 14 INDICATOR 

LIGHTS WITH 24 voLT #313 

BAYONET BASE AND 9 FT. 


Price: $2.95 


ee SA-365/UPM SWITCH ASSEMBLY 
nee © CONTAINS |4 PUSH BUTTON MICRC 
@@ ee. switcues 0.P.0.T #2PB2 
' @. . WIRED To A 7 COND. & SHIELD 
i CABLE 35 FT. LONG. USED WITH 
@@@" (0-256 invicator LIGHT Assy. 
@ FOR SPECIAL TEST PURPOSES. 


ee rote OXOXe awl: One 


ee 


UNIT; IMPEDANCE MATCHING 
UNIT DESIGNED TO PROVIDE 
EFFICIENT SIGNAL TRANSFER 
BETWEEN ANTENNA TRANSMISS= 
1ON LINES OF DIFFERENT 
IMPEDANCES IN RECEIVING 
INSTALLATIONS. FREQUENCY 
RANGE 4 To 20 Mc. INPUT 
IMPEDANCE 200,250 or 700 
OHMS, OUTPUT IMPEDANCE 70 
OHMS. UNIT !S HOUSED IN A 
WATERPROOF METAL BOX WITH 


4) TS-730 SUMMATION BRIDGE 
‘) WATTMETER USED TO MEASURE 
g RF. OUTPUT IN THE 1000 
To 4000 mc RANGE. EMPLoYs 
A DIRECT READING CIRCUIT 
IN WHICH A BOLOMETER ACTS 
AS ONE ARM OF A D.C. 
WHEATSTONE BRIDGE AT THE 
SAME TIME PROVIDING THE 
CORRECT RESISTIVITY TERM 
INATION FOR RADIO FREQ. POWER ENTERING THE 
WATTMETER. POWER §NPUT 5 MW TO 5 WATTS. |MPUT 
IMPEOANCE 50 onmS. MeTERS 38 0-50 RELATIVE 
POWER AND CENTER SCALE BALANCE. WITH TUBES 
2/5651 ,6AU6,6AS7G & 5YSGT. Power REQ. 115 v. 
CYCLE. 
SiZE:13xl4xll; wr: 19 Les. 
PRICES: LESS ATTENUATOR KIT BUT AS 
ILLUSTRATED LESS CARRING CASE Mere 


AUTOMATIC PRESSURIZATION 
UNIT MODEL E/AP-150 Tyee 
O3. |NPUT VoLTAGES 27 voc 
4 amps. 200 vo_ts 400 crc 
DUTY: INT. AIR OUTPUT RATE 
110 cusic INCH MINUTE; PRE 
SSURE RANGE 10-16 Psi G 
with 22" meter 0-25 scare. 


8 tps. Useo $8.95 PLuc$!.50 


EQUIPMENT CABINETS$ STEEL ROUNDED CORM awsveni, 
NERS, |9'' PANEL MOUNTING ALSO SUPPORTS 
Gray, FOR SHELVES WHICH CAN BE RE- 


= MOVED. 
: 


CABINET TO THE RIGHT IS 
78" wWIGH AND 25" DEEP. 
» HAS 2 DRAWERS THAT CAN 
BE REMOVED. wT: |50 Le. 
West.#670! useo $40.00 
DUAL CABINET WITH DESK 6]" HIGH,41" wipe, 25" 
DEEP, DESK |8" DEEP, SOME DRAWERS. No EQuiP- 
MENT IN CABINETS. 
WT: 250 tes. West.#6702D wsev $60.00 


Bo 


BLOWER FOR TRANSMIT COOL ING ; 

5 voit 50 cyece [25 
CFM, 1732 HP. 1750 RPM 
MOTOR, CAPACITOR START, 
63"LG.x53"wo.x6d"H. INK 
TAKE 3” ouTLET 2.20" 
PEDESTAL MOUNTING | f x 
4", sHpG. wt:!0Ls8 w/cap. 
STK# B-20! RE-moven$6.95 


CU-128F/U ANTENNA COUPLING 


U.W.F. 


AM-914/TRC CONVERTER 
AMPLIFIER, 225 to 400 
MC TUNEABLE OVER THE 
RANGE WITH DIAL INDIC- 
ATION, CONSISTS OF 2 
STAGES OF CASCADE RF 
AMPLIFICATION, A MIXER 
LOCAL ASCILLATOR 
BUFFER AMPLIFIER. 
PUT FREA. 
tuses 4/6J4 & 1/5670. 
VOLTAGES REQUIRED |50 voc AND 6.3 VOLTS. 
PLUG IN UNIT USED WITH R-417 RECEIVER. 
S1ZE; 7%x68x98; wr: 10 Les. useD $34.95 


RECEIVI 
AM 100 


VHF TRANSMITTING 
NG EQUIPMENT 
To 156 MC. 


AND 
30 MC. WITH 


GRYSTAL CONTROL ON 4 


PRESELECTED 
IN THE RANGE SPECIFIED. 


R-28/ARC-5 RECEIVER 
SHOWN ON THE LEFT 


RYSTALS ARE INSERTED 
1N THE FRONT OF THE SET 


OUT= 


AND 


CHANNELS 


RT-53/TRC-7 
100 to {56 


TRANSMI TTER-RECEIVER | 
Mc AM voice, bo 
CRYSTAL CONTROL ON TWO PRESELECT | — 
() ED CHANNELS,1#" METER FOR CHECK 
ING OPERATION, MIC, PHONE AND 
MONITOR JACKS ALSO VOL CONTROL 
ON FRONT PANE 
3/1AB5,3/1L4, 
Q4,2/3A4. VOLTAGES REQUIRED 
voc. 4% voc anpd 60 voc. oul 
S1ZE:113x58x133; wr: 15 LBs. uUseD $24.95 | 


CONVERTER 


1.5 WATT 


L. WitH 16 TuBES 
1/1S5,4/1LA3,5/3A5, 


BEHIND THE AXCESS DOOR, FREQ. DIAL AND SQUELCIH 
ADJ. ARE ALSO ON THE FRONT. SELECTION OF CHAN 
NEL 1S DONE REMOTELY WITH THE USE OF THE C-30] 
ARC-5 CoNTROL UNIT  WHIC da 
ATELY. WITH TuBes 4/717,3/12SH7,2/12SL7 &I2A6 

VOLTAGES REQUIRED 24/28 voc FOR RELAYS AND | 


SELECTOR 


MOTOR 


1S AVILABLE SEPAR- 


ETc. 250 voc & 60 MA. HIGH Ve] 


DM-32 DYNAMOTOR CAN BE USED ON THE REAR OF 
THE SET FOR THE HIGH VOLTAGE. 
FOR VARIABLE TUNING SEE Ri CONVERSION 


ANUAL VoLUME ||] PRICE 
Size: 14x74x48; Wr: 16 Les. 


sep $18.95 


T-23/ARC-5 TRANSMITTER (SHOWN To THE RIGHT) 
THE OUTPUT OF THIS UNIT AS DESIGNED 1S APPROX, 
10 WATTS HIGHER OUTPUT CAN BE OBTAINED AS IT 

HAS(2) Two 832 TuBES AND Two 1625's. THE auptd 
POWER FOR MODULATING IS FURNISHED BY TH MD-7 

ARC-5 MoDULATOR WHICH 1S AVAILABLE SEPARATELY, 
FREQ. CHANNEL SELECTION 1S MADE BY USE OF THE 
C-30 CoNTROL UNIT WHICH 1S AVAILABLE SEPARATLY 
VOLTAGES REQ. 24/28 voc FOR RELAYS & SELECTOR 
MOTOR ETC. APPROX 600 voc @ 175 MA F/HIGH V. 


S1ze:153x8x54; wr: 15 ces. RE-NEW 


$24.95 


MD-7 MODULATOR; PUSH-PULL MODULATOR DESCRIBED 


ON PAGE 4 OF OUR REGULAR CATALOG RE-NEW 
C-30/ARC-5 CONTROL UNIT pace 19 caTatoc $1.00] 


GENERAL ELECTRIC FM TRANSCEIVERS 
152 to 174 Mc CRYSTAL CONTROL 
SINGLE CHANNEL DOUBLE CONVER- 
sion, 15 KC BAND WIDTH, 12 VOLT 
POWER SUPPLY. WITH CABLES AND 


CONTROL B 


VHF TRANSMIT 


OX. 


TRANSMITTER [2 WATT 
\2AU7,6C4,2/0BJ6,2/68 


t2AT7,6AK5 & 6U8 


GE MobEL 


S12A3 Size: 10 
Hae $65.0 


PRICE: USED 


S1ZE:64x33x2: wr: 3 


PRICE: 


$12.0 


is SN 


R-RECEIV 


WITH TUBES (ips seuss es 


H6,5763 & 
RECEIVER WITH TUBES 7/6BH6,2/6AL5 


REQUIREMENTS SEE CATAL 


g MAB TRANSMITTER-RECE | VE 
pase ONLY WITH TUBES 


RANGE 2.3 T 


A 
W/tuees 1/1R5,1/185,2 
(ruses al 24 ,2/ 


He ok, — 
»12AX7,6AQ5, 
te wr; 40 Les. 


STALS. FREQUENCY 
3 To 4.8 MC 
Ss 


2 CYSTALS 


NO CHCl ea FoR VOLTAGE 
OG PAGE 26. 

Les. 
WITH TUBES $4.95 Less TuBes ..$2.50 


=~. 


et ee, ee, 


— ae 


i i 


RE AD-OUT 


ee ASSEM 
17 LAMPS PEAY ee 


MOUNTED 


DECK |7 
CONTACT y WAFER SW 
WITH . RESISTORS 
FoR 115 vort 60 cyYcLe usE. 
STRIP SIZE |x7, SWITCH SIZE 
"Dia. wT: 6 oz. 
ANS SW-249 RE-moveo FROM 
Equip. $1.50 EA. 4 For $5.0 


THUMB~ | T 
WHEEL WAFER 
SWITCHES 
NUMBERED 
Sn coin ie) 
CAN BE USED 
SINGLY OR 
IN BANKS. 
EACH SECTI- 
ON SIZE 2 
X2x%, PRICE EACH SECT. 75¢ 
BANK OF FIVE ILLUSTRATED 
SIZE 2¢x2$x25: 4 oz. 
#5930-5 ies + 


CIRCUIT BOARDS WITH MINIT- 
URE PARTS AND TUBES, SEVEN 
DIFFERENT TYPES, PARTS TO 
MANY TO MENTION, MONEY BACK 
NOT SATIISFIED. ée# 773-G| 
Size: 5éx44 acc ae BOARD 
14 tes. For $3.00 


REGULATOR 
Nm _ AMPLIFIER 
4) PLUG-IN UNIT 
rupee 2 eae 
TUBES 
2/5744 fa 76783 
REASISTOR, CON 
d DENSERS, VOL. 
m CONTROL ETC, 
2 sca 44x6x23 
Test LBs 
#600654 USED 
Price: 75¢ ca. 2 FoR AES 50 


HEATING ELEMENT 
WITH THERMOSTAT 
QO WATT WITH 


ELEMENT LGHT. 72 § 
ldscrREW IN AS 


LBS. 
1500 watt $9.95 
1000 " 1.95 
HEATING ELEMENTS 
~ HOOKED AND CURVED AS 
| ILLUSTRATION. 
| THERMOLINK # 2227 
| 120 vort 1500 watt 53" 
$1.00 


LONG. 
| fa! '8 


THERMOL I NK 

1t8 voit 000 watt 4" 
475 

2286 


LONG. 
hae vot 500 watt 3” 


H OW 
|H- 1000W 


THERMOL INK 


ONG 
Binowat ox "$8X134; FLAT STRIN 3099 


aTYeEN LE" xe", 115v. 150 watt 
Price: 75¢ EA 
FLAT STRIP HEATER OBR x |e" 
15 vort 500 watt. 
275015-24 $1.50 


CHROMALOX TUBULAR HG-10.50 
15 vo.t 25 watt 10" Loe. x 
DA. 75d EA. 


CHROMALOX #SCB STANDARD 
LIGHT BULB SCREW TYPE BASE 
115 vort 50 watt 75¢ EA. 
ooo = 150 $1.00 " 
CHROMALOX HSW-6 CIRCLE 
TYPE 6" DIA. OUTSIDE 33" 
INSIDE 
RIC -50 
ELecTRIC ick Bei NO 
SPECS. AVAILABLE, 2% xX 5% 
WITH WIRING STRAPS, MICA 
|NSULATLON. 250 EA. 


ne. Vv ty 500 watt. 13-6 


VARI ABLE 
CAPACITOR 
140 wmF 26 
PLATES SCREW 
DRIVER ADJ. 
WITH LOCKING 
SHAFT xX | X 
-AS 
1.50 


NuT, 223" INC 

ies ’ CARDWELLEZU- | 
D9140V-| 

VARIABLE AIR CAPACITOR 

|| mMF to 200 mur, 500 vac 

0.0245 air Gap 27 PLATES 


tnG Ot" INCL. SHAFT X 
12. HAMMERLUND# MC-200S 
3D9200V : $1.95 
VARIABLE AIR CAPACITOR 

To 20 mmf 3 pLaTtes 0.0 
AIR GAP 2exl#xl2, SHAFT 3" 
SLOTTED ND fee. aan 
HAMMERLUND = F 
309020V- $ .79 
VARIABLE AIR CAPACITOR 

ase to 8.5 mmr 5 PLATES 

o BC-640 trans. #A105262 

5 S003VE8 ae, 
VARIABLE AIR CAPACITOR 
Duat 6 To |42 MMF EA, SECT 
37 PLATES PER sEcT. 42" LG 
INCL. SHAFT X Iw x | 
HAMMARLUND#HFD- 140 
#59 | 0-643-9906 $1.95 


CAPACITOR 

VARI ABLE 

AIR 2 sect. 

3 To 15 MMF %! 

PER. SECT. 

8000 voLT PEAK, 9 PLATES 
PER secT. 0.070 AIR GaP. 
srze: 14x! x34 SHAFT <xl 
CAROWELL ET-| AD 

3090 | 5V-15 $1.95 


were e ooo ee ee oreeoe= 


CAPACITOR VARIABLE AIR 2 
sect. 2.7 To 75 MMF PER SE 
0.020 airR Gap 15 PLATES EA. 
sEc. CRADWELL EU-75AD 
309075- 12.1 $1.95 
Size: |-3/8x1-3/8x3t 
CAPACITOR VARIABLE AIR 2 

75 MMF EA. SEC 


- SHAFT 

Kile Garowet BxFR ky 
9075-12.) $1.95 
CAPACITOR VARIABLE AIR 2 
SECT. 2.5 To 35 MMF PER. 
sect. || sgea 4 ae 
size |-3/8 

Kile awe 
59 | 0-649-267 


3: SHAFT 
x3 3305 
$1.95 


. VARIABLE 
i, CAPACITOR 
e100 mmr 34 
u PLATES, SCREW 
DRIVER SHAFT 


1z— 22" INCL SHAFT X 
- #4400VC-100 59¢ 
CAPACITOR VARIABLE AIR 

5.5 to 100 MMF 0.015 AIRGAF 
SCDR ADU SHAFT. SIZE 2" INC 
SHAFT x13x1 u/w BC-312/342 
A Ame GE OAD APC- 100 Sloe 


ADJ. 
I xil 


CAPACLTOR VARIABLE AIR 
-> To 9 mmMF 0.040 GaP Hf 
PLATES SCDR ADJ SH 
INCL ot xl2x| oNoRt! tan 
D9009V- | 
CAPACITOR VARIABLE “AIR 
To 50 mmMF 0.015 air Gar 
ia" INCL SHAFT 


le el ee 


CAPACITOR VARI ABLE AIR 
DUAL STATOR COMMON ROTOR 
MMF EACH, 0.045 air Gal 
3 PLATES PER SECT. INSULAT 
ae poate SHAFT | Xx 

lax LESS SH.P/O 
94/1004 HAMMARLUND 
SD9006V-17 79¢ 


te 


MICROPHONE TRANSFORMER 
PRi: IMPEDANCE 50 oHm 30MmMA 
SEC: IMPEDANCE 500 oHM 
FREQ. RESPONSE pe ei 
Samet i x! 
1.0 + Daa POAT 15 
LINE TRANSFORMER INPUT 
de IMPEDANCE 500 OHM CT 
EC; 
FREQ. RESPONSE 600- 12000ce 
S$1ZE:24x28x2; wr: 
T-203/PP-115 $1} .50 
REACTOR FILTER CHOKE 
INDUCTANCE 3 HY. RES. 
aed 350 a Bg 2000 be PK. 
1ZE: Stx4ex22- wr: 6 Les. 
Bos pants #5997 50 
POWER TRANFORMER(otL FILL) 
Pri:115/230 votts 50-60cyc 
Sec:600-0-600 v 350 mane 
6.3 vo.ts 8 amps. 
5.0 v.c.T. 6 AMPS. 
$126:6 5axde: WT: 25 Les. 
#1-201 PP-115 "$8.95 


Pri: 115 vot 
50-133 cycLe 
Sec: 20 vo_t 
LOAD oR 12.5 
VOLT @ 2 amps 
MOUNTED ON 4" 
ROUND Been lt 
OUTLET BOX. SIZE: 3x3x2h; 
wt: 2 Les.#FR-24960 $1.25 


Pri: 115 vo_t 

50- 60 cYcLe 
Sec: is VOLT 
AMP. 


Fae :obxSan8a 
#AB-24508 $4.95 


UPRIGHT CASED TRANSFORMER 
PRimaRy 115 voit 60 cyYcLe 
SECONDARY 27 voLT @ 2 AMPS. 
es ee WT: | LB. 
M1ID-7586022-0 | $1.50 


24 VOLT CT_10 AMP seconpaRy 
115 voty 60 cYcLE PRIMARY, 
CASED UPRIGHT eeenr ane: 

7 SOURS. 


S1z6:44x3ex4d; 
#MlD-24 10 * $7.95 


PRESSURE SW ITCH 2 Psi, 
115 vac 10 amps.28 voc 2a, 
DiaPHLEx #555-113 $2.95 


PRESSURE “ald cae a Rolls 
28 voLTs oc 
Di APHLEX $555-3429 $2.95 


PRESSURE SWITCH; 20 PSI 

8 voLTs oc 2 AM 
Dt APHLEX #555-2289 $2.95 
oy PSI 


PRESSURE SWITCH; 
VOLTS DC 2 A 
DiaPHLEXx #555- 3430 * $2.95 
1-10 PSI 
28voc 1 AMP. 


PRESSURE SWITCH; 
75 proor PS} 
MeLeTnow [OE TODBL-264h 


PRESSURE SWITCH; 700-1000 ” 
PS!, 28 voc 5 aM 
MELETRON #1514-15- 10 $3.95 


eer ooe ere ee ee ewes Gere eee eee 


MANY OTHER TYPES IN STOCK 
BY OTHER MANUFACTURERS.» 
SEND MANUFACTURERS NO & SPE 


OOO Oe Se we owe Se ee eee See 


T-24-S MICROPHONE 


HAND HELD BRASS CAR- 
BON MIC. WITH 50 OHM 
ELEMENT, PUSH TO TALK SWIT- 
FT. STRAIGHT CORD 
-68 PLuG. wt: | LB. 
: UNUSED $3.95 


pe} TELEPHONE 
) HANDSET 
HANGAR 
H HANDSET IN 
PLACE ONE SWITCH 


CONTACT 1S MADE,|WT: 4 tes. eres 2040 


WHEN HANDSET IS 
REMOVED CONTACT 
1S BROKEN & MADE 
ALSO 2 OTHER CON 

TACTS Pigs meee (1 BREAK 3 


MAKE ess wT: 2 LBS. 
#5930-538-6822 new $4.95 


CONTAINS 2 
AUTOSYNS 
THAT ARE 
ie CONNECTED 
BY A SPRING BELT ON ONE 
OF THE UNITS A jn MIRROR 
1S MOUNTED AND ON THE OTHER 
us A FREE PIVOTING 22" MIRR 


eon 3$x34x5; 3 Les. usED 
Less mirrors $1 with $1.50 


P4-173 COMPUTER 
LENS ASSEMBLY 
PART OF THE P4 
COMPUTER BOMBING 
SYSTEM AS USED 
IN THE B-29 Bom- 
BER. CONTAINS 
PERISCOPE LENS 
SYSTEM AND A STR 
AIGHT LENS ASSY 
WITH CROSS HAIR 
ADJUSTMENT AND 
FILTER SYSTEM. 
$1ZE:13x6x5 pilus 
BRACKET. WT: 8Le 
Price: $6.95 


N-S OFFSET 

INDICATOR & 

GEAR TRAIN 

ASSEMBLY wiTH 

DIAL SCALE “e 
10-0-10 INSIDE ~ 

outsioe 0-10, GEAR Sa 
COUPLED To DIaALs 10 T 

20,000 onM MICROPOT 1% ACC. 
Useo with APA-44 Bau Mey: 
Assy#D- 153223 useo $1.9 


T-9 FLASH TUBE 200 
WATT SECOND WITH 
BUILT-IN TRIGGER 
coit, 350 to 480 
VOLTS REQ.» STANDARD 
4 PIN SOCKET. 
CAN BE USED FoR Psy 
CHADELIC LIGHTING, 
PHOTGRAPHY ETC. SCHEMATIC 
FOR STROBE UNIT FURNISHED 
UPON REQUEST- $5.95 


DAVEN ATTENUATOR 

"TT" NETWORK : 

500/500 oHM 

20 steps, | 

DB PER STEP 

WITH DIAL 

ae Hee we 
1ZE; DIA. ae 

2" DEEP. WT: | LB.#7-324F 

kE-MOVED FROM EQUIP. 


PRICE: $1.95 


MAGNETIC FOCUSING 
YOKE wiTH 2 Mac 
NETS MOUNTED 

IN RING, RING 
SIZE eer 
DIA. er 


OBB" xe ib ' 
OZ. oah Cir-7 
Price; 35¢ 3 For $1.00 


PART OF SG-76 
PULSE GENERATOR 
2650-2950 mc 


3" DIAL FOR 

VARIABLE TUNING, RF OUTPUT 
TAKE UG-88 COAX. CONNECTORS 
RADIATION MoveL |04/UPM-19 
Size: lO"Le x 4" pia. LG. END 
3.95: 


CAVITY ASSEMBLY 

PART OF SG-76 

PULSE GENERATOR 

AND USED WITH 

THE RF OSCILLATOR 

TO DETERMINE THE 

FREQ. MORE ACCURATELY AS 
INDICATED ON THE METER, 
FREQ. 2650 To 2950, 3" ver 
NIER DIAL, TAKES U 37) CONN 
RADIATION MODEL #1 : / WPM 1S 
$'2€:4x3$; 1% ve. 


THERMISTOR BEAD 
ASSEMBLY Used 


Be READING 


AVE ARAGE RF POWER PART 
OF SG-76 Ao teroee D168 
ool & | COAX. CONN. 
ee UG- a. a ies MODEL 
#120/UPMI9; s1ze:6€x2éx\| 
wt: 6 oz. $1.95 


VIDEO OUTPUT AND 
PULSE DETECTOR 
ASSEMBLY wiTH 
IN-21B o0100E 

TAKES UG-88 coax. 
NECTORS. RADIATION 
MODEL#106/UPM- 19 
S1ZE:34x4x2; 4 oz. 


COAXIAL SWITCH 

MANUAL USE¥ 
POSIT- 

1ON, TAKES 

UG-21 coax : 

1AL CONNECTORS. 

THOMPSON MODEL Erni 

$1ZE:24x3 LESS SHAFT & KNOB 


CON} 


$1.50 


“=a t= ATTENUATOR 
CALIBRATED -30 
To -50 DBM cat 
BRATION 1S IN PEAK POWER 
WITH-IN | DB. WITH 2" DIAL 
TAKES 2 UG-21 COAX. CONN. 
RADIATION MODEL f !05/ueMis 
SIZE: SERIEAIES Ma 4 oz. 


ATTENUATOR PAD 3 DB, Takes 
UG- pal ON ONE END AND HAS A 
UG-2| TYPE PLUG ON THE OTH 
ER,& INCHES LONG. 
GE#7507649P8 $1.95 
ATTENUATOR 50 ounms |0.6DB 
STODDART#90520-11, TAKES 
UG-2| TYPE CONN. EACH END. 
LENGHT 3", $1.95 
ADAPTER UG- 188/U oe Is 
A UG-2| Type pLuG) To A 
STANDARD UG-88 CONN. CABLE 
3" LONG. CN-210/U $1.25 


AUDIO OSCILLATOR NETWORKS 

FOR USE WITH |2AU7 TUBE. 

ZI ised CPS LOANS CPS 

Leu INed 26 244.0 

23 128. Ses O's Oe 

Z4 144.5" 

epee CAN seize |-5/8x1-3/8x 
. 2 OFe 

Rept ien a -Z (THEN NO. -) 

Price: EacH $l att 7 $5.0 


Page $70-39 


Page S$70-40 


EQUIPMENT OFFERED AS USED SERVICEABLE, NOT CHECKED FOR OPERATION 
MONEY BACK GUARANTEE PROVIDING EQUIPMENT IS RETURNED 5 DAYS AFT- 


ER YOU RECEIVE IT AND YOU PAY FREIGHT CHARGES BOTH WAYS. 
BUY NOW AS MANY ARE ONE OF A KIND AND THEY WILL NOT LAST LONG. 
at HEWLETT-PACKARD ay GENERATOR ieneon 
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KAY ELECTRIC 


Ww 
" 
" 
" 
" 


AD-YU 


ELECTRO PULSE 


" 
" 
Ww 


GENERAL ELECTRIC 


TELONIC 


TEL- INSTRUMENT 


AIRBORNE INSTRUMENT NOISE FIGURE INDICATOR 
SPERRY MICROLINE PEAK POWER METER 


404 DUMONT 
303 se 


MV-18B MILLIVAC 


228 AMERAC 
229 wl 


1500A TEL-INSTRUMENT 
1902A " i 


TC-2 STATHAM DEV. CO. 
CFR-! MEASUREMENT ENG. 


FREQUENCY COUNTER 
VAG UM TUBE VOLT METER 


ae LAW DETECTOR 
LESS FRONT TRIM FRAME) 
OWER SUPPLY 


DELAY LINE 
SIGNAL GENERATOR 
TIME MARKER GENERATOR 


" " " 


WIDE BAND PRE-AMPLIFIER 
POWER SUPPLY 
WAVE _FORM GENERATOR 
PULSE GENERATOR 
160A,162 ano 163 tN CABINET 


EPUT METER 6 DIGIT 
FREQUENCY METER 8 DIGIT with 
e) REFERENCE apes AND 
5581/4 PLUG-IN 40-120 M 
UNIVERSAL EPUT ‘ TIMER 


EAN MODEL VIDEO 
MEGA NODE NOISE DIODE 
RADA SWEEP SR. 


(Leos Puc 


$125.00 
$150.00 


200.00 
250.00 


LESS PLUG-IN 
PHASE DETECTOR HF witH VARIABLE 
TIME DELAY ano PLUG-IN FOR 15-60 
45-200 and 200-400 MC. $ 


PULSE FORMING UNIT 
PULSE WIDTH CONTROL 
TIME DELAY GATE GENERATOR 
VARIABLE FREQ. UNIT 
PULSE GENERA OR 
ALL FIVE UNITS IN CABINET 


SWEEP GENERATOR 
MARKER Wd 


$175.00 
100.00 
Hy 200 


U.H.F. SWEEP GENERATOR 
R.F WOBULATOR 13 CHANNEL 


$ 35.00 
$ 50.00 
$100.00 
$ 75.00 


PULSE GENERATOR ; Pee 


OSCILLOSCOPE 5" 
RF VOLTMETER & OC MILLIVOLT $ 65.00 


L BAND WAVEMETER 40.00 
Sits " 30.00 


WOBBULATOR 75.00 
75.00 
TEMPERATURE TEST CHAMBER 


CALIBRATOR FREQUENCY 


$125.00 
$ 75.00 


RF-2 WESTINGHOUSE 10 KW RADIO FREQ. HEATING GENERATOR $750.00 


POLYTECHNIC 
GRANVILLE PHILIPS CAPACITANCE MANOMETER 


AVTRON 


i GENERAL RADIO 


" 
" 
" 
" 
Ww 


" 
" 
" 


UNIVERSAL POWER BRIDGE $ 75.00 


$100.00 


AMPLITUDE MODULATION METER $ 50.00 


Ge Ae BRIDGE 

VACUUM TUBE VOLT METER. 

HE TRODYNE Suse METER (No ee 
DE N 


CTOR 0 COILS 
IMPEDANCE MEASURI'NG CIRCUIT 
VIBRATION R 
FREQUENCY METER 100-200 mC 
HARMONICS t0-3000 MC. BattT.OPER.$ 75. 
WIDE RANGE BEAT FREQ. OSCILL. 
PRECISION CONDENSER , 
INTERPOLATION OSCILLATOR | 


TRANS ACCESSORIES 


M-357/CRT-3 BOX KITE; coLLAPsi- 
‘ABLE TWO PIECE, MEASURES 17x! 7x 
36 INCHES WHEN ASSEMBLED AND I£ 
| USED To RAISE THE ANTENNA OF THE 
¢d CRT-3 RESCUE TRANSMITTER WHEN A 
WIND 1S BLOWING IN VELOCITIES OF 
- FROM 7 To 40 MILES PER HOUR. © 
- THE CLOTH OF THE KITE 1S MOIST= 
URE-REPELLENT AND THE FRAME 1S 
ALUMINUM. |NSTRUCTIONE FOR ASSE- 
MBLY AND USE ARE PRINTED ON THE 
CLOTH. ; 
COLLASPED s!tzE, 19x43; wr: 2 LBs. 
PRICE: c 


0 IM-278 BALLOON; usED To RAISE 


THE ANTENNA OF THE CRT-3 
RESCUE TRANSMITTER WHEN LACK 
OF WIND DOES NOT PERMIT THE / 
USE OF THE M-357 KitTE. THE 
BALLOON IS MADE OF NEOPRENE 
AND SUPPLIED IN A CAN WITH 
A KEY FOR OPENING. WHEN IN- 
FLATED BY MEANS OF THE HYD- 
ROGEN GENERATOR AND INFLATING 
TUBE,DESCRIBED BELOW,THE DIAMETER WILL BE OVEF 
4 FEET. Has 2 corD Loops £08 BGA THAN SNS ANTENNE 
AND RUBBER CORK ab Tat LBS. 
PRICE: 


M-278 BALLOON witH M-315 HYDROGEN GENERATOR 
AND INFLATING TUBE.........10.00 


wee we me wee we we ee ew we ee = we ee ee eee eee eee reer 


M-315 HYDROGEN GENERATOR; useD To 
INFLATE THE M-278 BALLOON. COMES IN 
A STEEL CYLINDER FILLED WITH LITHIUM 
HYDRIDE; OPERATED BY IMMERSION IN 
WATER; KEY AND TONGUE ON EAC oO. 
FOR OPENING CYLINDER. 

REQUIRES INFLATING RS 

TUBE FOR USE WITH . a 

BALLOON. Foe at 

SHPG. WT: 8 Les. ae : 


M-315 HYDROGEN GENERATOR ONLY o'e''e eae sn O 
M-315 INFLATING TUBE 1{.50 
W-147/crT-3 ANTENNA WIRE; CAOMIUM- 

COPPER ALLOY 16 STRANDS X .040 MAX. DIA. 

65 LB. TEST 306 FT. LG. WOUND ON arene 


22x ae SHPG: wt: | LB $2.95 
M=30 SIGNAL LAMP LIGHT ASSEMBLY 

24 VOLT LAMP IN BAKELITE BASE WITH CLEAR 
POLYSTYRENE SHIELD WITH WEB STRAPS FOR 
STRAPPING TO HEAD. SIZE 3x2 w/95" corD 

FOR PLUGGING INTO TRANS. 4 oz. $1.50 
M-390 PARACHUTE; YELLOW NYLON 12 FT. 

DIAMETER LB. CAPACITY, 16 NYLON 

sHRouos || FT. Le. USED TO DROP RESCUE 
TRANSMITTER AND ACCESSORIES. 
UNUSED, NOT IN DROP PACK. SHPG. wr: 2 $9.95 


T-74/CRT-3 TRANSMITTER WITH ACCESSORIES $75 


TRANS. 


TRANSIST CASES; ALUMINUM USED GOOD Onn ed 
MEASUREMENTS ARE FOR INSIDE. 
MX-1309 CASE 4B Hx | BEYL xD ud 
BOTTOM SECTION Cover |#" DEEP, 
. sl 4" COMPARTMENT ACROSS BOTH SEC 
FITTED WITH FOAM FOR SPEC. 
HINGED COVER, WITH HASPS 
WT: 18 ces. $ . 


UPM-19. CASE |_oF 2; BOTTOM 
SECTION |I14"HxI5"Lx73"W, cover 
2" DEEP, WITH HASP ing. 

WT: Le. $5.00 


TS-730 CASE; pa 

COVER WITH HASP 

[28 Hx | SBMWXOA"D, WIDTH Less 4 
guides 108, COVER I" DEEP. 
WT: 10 t8. $5.00 


ASE; 103"Hx152"Lx62"D, 
COVER |4" DEEP. HINGED COVER AND 
HASPsS. WT; [3 LB. 


UPM-f9 CASE 2 oF 2 

BOTTOM SECTION 6hFx13"Lx9"W, 
COVER 3" DEEP WITH HINGED COM- 
PARTMENT #" DEEP, REMOVEABLE 
TRAY THAT FITS INTO LOWER SEC. 
I" ano TOP 2" BOTTOM SECTION 
HAS 3. COMPARTMENTS 6''~43"".: 
SPOT WELED ALSO SOME BRACKETS. | 
HASP FASTERNERS. |] LB. $5.00 -] 


